Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/22/2010 4:52:08 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

CC: Byrne, Eric (DPH) [Eric.Byrne@state.rna.us]; Pocsik Mark [mpocsik@facil.umass.edu] 

Subject: DPH move 

Jim, 

If the FA test on Tuesday passes can we move you on Thursday 12/30. Does that work for you? Eric was kind 
enough to offer to come in. Bob from RGS said we can get your phones up and running with temp patch cords 
if OIT cannot make the final connection in time. Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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